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25X1A nu 2119 (1H 101,02) 295X1A 
STILL UNABLE TO UEDERSTAED VERN SUPFLY EXHAUSTED PRIOR TO PT GQ. 
EVEN WITH L000 FP ROLL OPERATING IM MODS 2 THESS SHOULD HAVE BEEN SUFFICIENT 


SUPPLY FOR 2220 MM WHICH IS SLIONELY MORE THAN Y/(Z%. TOTAL COVERAGE REQUESTED. 
25X1A gqusst You INVESTIGATE FURTHER, QUERY: was [MY opsnazzp Df Accoansne 
25X1A WITH OM AND OFF POINTS PROVIDED IN [I 37867 
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